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Bmw Repair Atlanta 

We Specializing in Service and Repair of BMW, Mercedes, Mini, and Audi; and Bodyshop repair of all 
makes and models in the Smyrna area. Click on our links above for more information on our 
services. 




Our Services 

Batteries Service 

We offer battery services, such as battery replacement, installation, charging, testing and recycling 
services. 

Exhaust 



Whether you need a quick oil change or a complete exhaust system servicing, our local 
friendly mechanics are ready to help you fix your car exhaust problems. 



Engine Management 

We will help you maintain and restore your car's engine back to its prime with our dependable 
knowledge on import cars. Whether it's Cold Air Intake Systems, Short Ram Intake Systems, Brute 
Force. 

Scheduled Maintance 




All Cars require regular maintenance to make sure they 
stay in top working order. Our BMW and Mercedes 
certified technicians will inspect your vehicle from front 
to back, ensuring that all fluids are at proper levels, and 
all worn out parts are recommended to be replaced. 

Neglecting even simple routine maintenance, such as oil 
changes, can lead to poor fuel economy, unreliability, or 
in worst case costly breakdowns sometimes requiring 
replacing the engine. We recommend that you come in 
on every scheduled maintenance to ensure your car 
lasts you for many years to come. 

Our service center provides an extensive range of repair and maintenance services including: 

• tune-ups 

• oil changes 

• brake jobs 

• mufflers 

• shocks and struts 

• tires 

• alignment 

• climate control 

• preventive maintenanc 

• air conditioning service 

• exhaust 

• batteries service 




For more information please visit 
http://www.autobahnimport.com 



